— SOLIS DEPOT —— 


Certificate of Attendance 
Feras Alhaje 


This is to certify that 


attended the training entitled 


eee 


a ONG 
$ 


(Huawei Smart PV Inverters Solar Installer Course) 


Which was held for a total of (13) hours 
By Solis Depot. 


3 Sep 2024 
Signature 


Date 


